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UNCLASSIFIED 

PAGE 01 STATE 194520 
ORIGIN COME-OO 

INFO OCT-01 AF-10 ISO-OO EB-08 /019R 

DRAFTED BY COM/OED/MEPD/JPHILBRICK/LW 
APPROVED BY EB/OCA:WERAU 
COM/OED/MEPD/LENGLESON 
COM/OED/MEPD/SMCONGER, DIR. 
STATE/AFAV/DMCELHANEY 
COM/OIM/MCHITTUM (INFO) 

AF/EPS : WG ALLAGHER (INFO) 

046912 021531Z/64 

R 021328Z AUG 78 
FM SECSTATE WASHDC 
TO AMEMBASSY LOME 

UNCLAS STATE 194520 

E.O. 11652: N/A 


Message Text 


TAGS: BENC. TO 

SUBJECT: MAJOR PROJECT: MONO RIVER HYDROELECTRIC PLANT AND 
IRRIGATION PROJECT 


REF: LOME 1437, 1975 

1 . MAJOR EXPORT PROJECTS DIVISION USDOC WAS CONTACTED BY 
MORRISON-KNUDSEN CONSTRUCTION OF BOISE, IDAHO WITH A 
REQUEST FOR INFO ON SUBJECT PROJECT. ONLY INFO MEPD HAS 
IS IN REFTEL. M K HAS HEARD PROJECT MAY BE FINANCED BY 
IBRD, IS THIS TRUE? WHAT IS CURRENT ESTIMATE OF PROJECT 
COST? HOW MANY MEGAWATTS OF POWER WILL BE GENERATED? HOW 
MANY HECTARES WILL BE IRRIGATED? WHAT IS NAME AND ADDRESS 
OF KNOWLEDGEABLE OFFICIAL AT IMPLEMENTING AGENCY? WHAT IS 
PLANNED TIMETABLE FOR PROJECT? IS THERE A FEASIBILITY 
STUDY AND, IF SO, WHO DID IT? EMBASSY ASSISTANCE WITH 
UNCLASSIFIED 
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ABOVE QUESTIONS MUCH APPRECIATED. VANCE 
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